K.558-ALTAR,  SAN  FELIPE  DE  NERI  CHURCH 

OLD  ALBUQUERQUE,  N.  M.  i 
This  ancient  church  is  located  in  Old  Town  of  ° 
the  city.    It  was  built  in  1706  and  is  a  most  im-  ^ 
portant    historical    landmark   in    Albuquerque  to- 


day. 
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